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Message Text 


UNCLASSIFIED 

PAGE 01 BONN 10797 030802Z 

17 

ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-07 /020 W 

039270 

R 030757Z JUL 75 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1168 

UNCLAS BONN 10797 

E.O. 11652: N/A 
TAGS: BFOL, GW 

SUBJECT: ADS REQUEST - FORT MOUNTAIN CARPET MILLS, 
GLENNVILLE, GA. 

FOLLOWING FIRMS HAVE EXPRESSED INTEREST: 

1. EUSSBODEN-BURCHARDS 
2970 EMDEN 
RINGSTRASSE 4 

CONTACT: HERR GEROLD BURCHARDS 

2. MOELLER & EOERSTER 
2000 HAMBURG 76 
STUECKENSTRASSE 7 
CONTACT: HERRHOEBERT 

3. G. MUELLER GMBH 
6000 FRANKFURT/MAIN 
LANDGRAFENSTRASSE 10-14 

CONTACT: HERR ALEX BAUER, MANAGER. IS INTERESTED IN 
DETAILED SALES INFORMATION, PRICES, ETC. 

4. BOEHMLER EINRICHTUNGSHAUS GMBH 
8000 MUENCHEN 2 

TAL 12 

CONTACT: HERR WIELAND. 

APPROVING OFEICER: TOBY T. ZETTLER, ASST.COMMERCIAL ATT. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BONN10797 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750230-0704 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750784/aaaacwwa.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 MAR 2003 by Thomas VJ>; APPROVED <18 MAR 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REOUEST - FORT MOUNTAIN CARPET MILLS, GLENNVILLE, GA. 

TAGS: BFOL, GE 
To: COM 
Type: TE 
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